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UNITED STATES INTELLIGENCE BOARD 
INTELLIGENCE INFORMATION HANDLING COMMITTEE 
System Design and Development Subcommittee 

AGENDA 

Meeting Wednesday, 19 July 1972. 1530 Hours 
Room 3E30 , CIA Hqs. 

RESTRICTED MEETING - MEMBERS ONLY 


1 . 

2 . 

3. 

4. 


Minutes of the Seventieth Meeting 
SDfjDS Requirements for Special Clearances 
Community Requirements for ADP Standards Program 
Other Business 
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executive Secretary 


Distribution List 


SD$DS Members 
IHC Members 
R§DS Members 
Standards Panel 

Chairmen: E§TS, CSS, IGCP Ad Hoc Panels 
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